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ENCLOSURE   8
Common Problems  Encountered in Processing RDE Submissions

The growth in RDE participation, along with the more frequent Program
reporting requirements for institutions funded at $750/000 or more, have
increased the opportunity for problems to occur during tape processing and
have limited the amount of time we can devote to special handling of
individual institutional tapes. To help us give you the best possible
turnaround in processing your data, we urge you to review the common
processing problems described in Enclosure 8 with your systems personnel and
take whatever action is needed to prevent these problems from occurring with
your RDE submissions.54-fi5
